
To the Tinsmiths’ and Tinners’ TRADE 


WHEN ORDERING DOUBLE SEAMERS. 
please see that you get the 


Genuine Burritt’s Double Seamer 


J for standing lock tin and iron roofing. 

f The GENUINE SEAMER is marked O. W. BURRITT, Weedsport,N.Y. 

£ This is the original BURRITT’S DOUBLE SEAMER, improved to 

date, and used by Tinners for 33 YEARS, 

|P OVER 40,000 IN USE. 

^ 0. W. BURRITT & BRO., wee Ts^ rt N Y 

For sale by all the Leading Jobbers throughout the United 8tates. 





